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V. Operator Examinations

9005040149 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS.S.J. Region 4, Ofc of the Director. 90/04/26. HALL.D.P. Houston Lighting &
Power Co. 1p. 53739:080-53739:080.

9005040186 Forwards Requalification Exam Repts 50-498/OL-90-01 & 50-499/OL-90-
01 during wks of 900312 & 19.

COLLINS.S.J. Region 4, Ofc of the Director. 90/04/27. HALL.D.P. Houston Lighting &
Power Co. 4pp. 53738:248-53738:261.

-9005040188 Requalification Exarn Repts 50-498/OL-90-01 & 50-499/OL-90-01 on
900312-23.Exam results:two reactor operators & two senior reactor operators failed
written exam & others determined to be satisfactory.

KENNEDY.K.M.,   PELLET.J.L   Region   4,   Ofc   of   the   Director.   90/04/24.   10pp.
53738:252-53738:261.

9005160284 informs that all four util employees passed requalification exam adminis-
tered on 900427.

COLLINS.S.J. Region 4, Ofc of the Director. 90/05/10. HALL.D.P. Houston Lighting &
Power Co. 3pp. 53835:341-53835:343.

9005240304 Provides info re generic fundamentals exam section of operator licensing
written exam scheduled for 900606. Preliminary instructions for exam listed in Encl 2.
COLLINS.SJ. Region 4, Ofc of the Director. 90/05/15. HALL.D.P. Houston Lighting &
Power Co. 4pp. 53924:216-53924:219.

DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3

A. Application/construction stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York. Inc. 128pp. 53601:001-53601:130.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005140193 Forwards revised WMC-051, "Washington Nuclear Plant-3 Preservation of
Assets Program," incorporating changes noted through preservation experience &
successes achieved in improving environ within plant bldgs.

SORENSEN.G.C. Washington Public Power Supply System. 90/05/11.  Document
Control Branch (Document Control Desk). 2pp. 53819:225-53819:322.

-9005140195 Revised WMC-051, "Washington Nuclear Plant-3 Preservation of Assets
Program."

REID.C.G., HILL.L.A., TAYLOR.R.M. Washington Public Power Supply System. 90/05/
11. 95pp. 53819:228-53819:322.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

Q. Inspection reports, IE Bulletins & correspondence

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 97pp. 53601:328-53602:067.

9004250159 NRC info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York. Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York. Inc. 99pp. 53753:204-53753:302.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9005160014 Forwards Insp Repts 50-528/90-02,50-529/90-02 & 50-530/90-02 on
900108-0412-Violation noted.Insp identified that personnel still reluctant to initiate matl
nonconformance rept or engineering evaluation request.

KIRSCH.D.F. Region 5, Ofc of the Director. 90/04/24. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 53836:122-53836:158.

-9005160015  Insp  Repts   50-528/90-02,50-529/90-02   &  50-530/90-02  on  900108-
0412.Violations noted.Major areas inspected:licensee performance on closing out
NRC open items & routine fire protection program implementation.
HUEY.F.R. Region 5, Ofc of the Director. 90/04/23. 33pp. 53836:126-53836:158.

9005080212 Procedure Change Notice 4 to Rev 7 to EPIP-02,Rev 12 to EPIP-03 & Rev
9 to EPIP-20.W/900430 Itr.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/04/30. 73pp. 53756:271-53756:343.

9005080393 Notification of 900502 meeting w/util in Walnut Creek.CA to discuss licens-
ee initiatives in fire protection.security & procurement.

RICHARDS.S.A. Region 5, Ofc of the Director. 90/05/02. Region 5. Ofc of the Direc-
tor. 3pp. 53770:353-53770:355.

9005170268 Forwards public version of revised EPIPs.including Procedure Change
Notice 11 to Rev 12 to EPIP-04 & Procedure Change Notice 1 to Rev 6 to EPIP-15.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/05/03. Document Control Branch (Document Control Desk). 2pp. 53857:001-
53857:064.

-9005170270 Public version of revised EPIPs.including Procedure Change Notice 11 to
Rev 12 to EPIP-04 & Procedure Change Notice 1 to Rev 6 to EPIP-15.
WILLSEY.D.N. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/05/03. 62pp. 53857:003-53857:064.

9005220046 Forwards Security Insp Repts 50-528/90-14,50-529/90-14 & 50-530/90-14
on 900404-30.Weaknesses identified in personnel training & contingency plan
implementation.EncI withheld (ref 10CFR2.790 & 73.21).

PATE.RJ. Region 5. Ofc of the Director. 90/05/15. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 53899:243-53899:248.

-9005220047 Partially withheld Insp Repts 50-528/90-14,50-529/90-14 & 50-530/90-14
on   900404-30   (ref   10CFR2.790   &   73.21).   Weaknesses   identified.Major   areas
inspected:security organization.physical barriers.lighting & assessment aids.
NORDERHAUG.LR., SCHUSTER,M.D. Region 5, Ofc of the Director. 90/05/07. 2pp.
53899:247-53899:248.

I. Financial information

9005240280 Forwards cash flow statement & annual rept to Securities & Exchange
Commission for 1989.

GONZALES.J. Southern California Edison Co. 90/05/19. Document Control Branch
(Document Control Desk). 48pp. 53921:001-53921:048.

P. Operating license stage documents & correspondence

9004300166 Advises that no enforcement action will be taken at this time re alleged
discrimination against employee.

MARTIN.J.B. Region 5. Ofc of the Director. 90/03/26. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 2pp. 53655:114-53655:115.

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004250020 Forwards Rev 3 to "Palo Verde Nuclear Generating Station Post-Restart
Actions," per JB Martin 891224 Itr.

CONWAY.W.F, Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/04/12. MARTIN.J.B. Region 5, Ofc of the Director. 2pp. 53599:120-53599:172.

-9004250022 Rev 3 to "Palo Verde Nuclear Generating Station Post-Restart Actions."
* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 90/04/12.
51pp. 53599:122-53599:172.g & Power Co. 90/04/30. 15pp
